3.     There  were  no  toilet   facilities   in  the  work  area.     The   closest
outhouse,   where   the   sanitary conditions  were  "appalling1^,   was  3/4 of  a mile
away.     It   could only be reached over  a haul  pack road   with   limited
visibility  (Tr.   17,   41).

4.     In   addition  to working  as   an AA Assayor   (atomic   absorption  with
cyanide)     Mrs.   Edwards'   duties   also  included  writing  up  daily  safety  re-
ports   to   the  company.     Under "remarks" Mrs.  Edwards   indicated   the   need   for
a   facility.     There  was  no   reply  from the  company  except  her   supervisor   said
they  would   put   in  a  restroora "soon"   (Tr.   18,   19).

5.     After   four  weeks   on  the  job Mrs,   Edwards  began having  bladder
problems   for which   she   took off  a week (Tr.   19).

6.     Mrs.   Edwards   terminated her job  on March  15,   1980.     At   that   time
she  was  working 48 hours   per week  and  earning $1,500.00  per month   (Tr.   33,
34).

7.     When  she   quit  Mrs.   Edwards   told  her   supervisor   she   would   return
when  they had   restroom   facilities  (Tr.   34,  37,  46,   50).

8.     Mrs.   Edwards   could  not   find  any  employment   until  October,   1980
(Tr.     34).

9.     On October   23,   1980,  Mrs,   Edwards   learned   that   Aaron  was   no   longer
affiliated  with   the  property and  she was  hired  by  its   successor,   the
Miller-Kappas   Company  (Tr.   20).

10,     Mrs.   Edwards  expenses   for   the hearing   include  $21.36   for   lodging,
$15.00  for meals,   and  600 miles   (roundtrip)   to  drive   to   and   return home
from  the  hearing   site   (Tr.   35).

DISCUSSION

30  C.F.R.   56.20-8,   a mandatory  regulation  promulgated  by   the
Secretary,   provides   as   follows:

56.20-8    Mandatory.     Toilet   facilities   shall   be   provided
at   locations   that   are  compatible with   the mine   operations
and   that   are   readily accessible  to mine  personnel,     The
facilities   shall  be kept   clean   and   sanitary.     Separate
toilet   facilities   shall  be  provided   for  each   sex  except
where  toilet   rooms will  be occupied by no more   than  one
person  at   a  time   and  can  be   locked   from the   inside.

The  credible   facts  establish   that Aaron   failed   to   comply  with   the
regulation   in  several   respects. .  First,   the   facilities   were,   even  by
Aaron's  evidence,   a half mile  from Mrs,   Edwards'   laboratory.     In  addition
the   toilet   could  only  be  reached over  a haul   pack  road   which  had   restricted
visibility.     The^facility accordingly was not  "readily  accessible"   to Mrs.
Edwards.     In  addition   the   toilet  was  neither  clean  nor   sanitary.     Mrs.
Edwards  undisputed   testimony  indicates  the   sanitary  conditions   in   the  out-
house  were  "appalling."

2632r had an opinion, consistent
